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EXTERMINATE THE ALIENS 


Xénophobe is a fast-paced Arcade Action game which can be played by either 
one or two players. 

In this game the Xenos are after you. These frightening and ugly créatures hâve 
infested derelict space stations and moon bases, attacking those who cross their path. 

Your objective is to exterminate the hostile Aliens while collecting valuable hardware 
from each space station and moonbase. 

Trigger fast reactions and arnazing joystick control are everything in this game. A 
whole range of hand weapons are at your disposai as you try to prevent the pests from 
overrunning the base. 


With time against you, and maybe another player too, how will you fare against 
Roller Baby, Snotter Pillar and Other Pests? 

Remember - watch out for Festerl ÊWÊ' % ^ ** m IL » 


• Exciting Arcade Action 

% Suitable for 1 or 2 players 

• Excellent scoring System 

t Separate joystick Controls available “ 

• Stunning sound effects 
Xénophobe” Copyright 1987 

Bally Manufacturing Corporation Ail Rights Reserved 

SCREEN SMOTS MAY VARY 




MicroProse Software. Unit I, Mampton Road Industrial Estate, Tetbury, Olos. QL8 8LD. Tel: (0666) 54326. 
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